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House at 
3304 Terrace Drive, 
Des Moines, iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architect: 

Souers & Spooner, 
Des Moines, Iowa 

Contractor: 

Arthur H. Neuman 

& Sons, 
Des Moines, Iowa 





BASEMENT PLAN 



House at 
1 345 Burlington 

Terrace, 
Des Moines, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architects: 

Kraetsch & Kraetsch, 
Des Moines, Iowa 

Contractor: 
Henry Berg, 
Des Moines, Iowa 





A FIRESAFE CONCRETE HOME 



House at 
3113 Oakland 
Avenue, 
Ames, Iowa 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bids., Des Moines, Iowa 



Architects: 

Kraetsch & Kraetsch, 
Des Moines, Iowa 

Contractor: 

Rinehard Friedrich, 
Ames, Iowa 






FIRST FLOOR 



House at 
6740 Douglas Ave. 
Des Moines, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Designed by Owner 

Contractor: 
W. J. Parrish, 
Des Moines, Iowa 




TERRACE 



A F I R ESAFE CONCRETE HOME 



House at 
543 Forest Glen, 
Ames, Iowa 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architect: 
Private Plans 

Builder: 

Lloyd Bonjuer, 
Ames, Iowa 




ROOF 




House at 
4902 W.Grand Ave. 
Des Moines, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell BIdg., Dcs Moines, Iowa 



Architect: 
Oren Thomas, 
Des Moines, Iowa 

Contractor: 
Ingram Const. Co. 
Des Moines. Iowa 




House at 
81 6- 9th Ave., East, 
Oskaloosa, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architect: 

William N. Nielsen, 
Des Moines, Iowa 

Contractor: 

Carlon Const. Co., 

Oskaloosa, Iowa 




SECOND FLOOR 



House at 
1335 Creston Ave. 
Des Moines, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Dcs Moines, Iowa 



Architects: 
Tinsley, McBroom 
& Higgins, 
Des Moines, Iowa 

Contractor: 

J. E. Lovejoy, 

Des Moines, Iowa 





House at 
4337 Urbandale 

Avenue, 
Des Moines, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bids., Des Moines, Iowa 



Architects: 
Wetherell & 
Harrison, 
Des Moines, Iowa 

Contractor: 
Elmer E. Okey, 
Des Moines, Iowa 




ROOP 




House at 
739 E. Main St, 
Manchester, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architect; 
C. W. Irwin, 
Cedar Rapids, Iowa 

Contractor: 

Al Gugenbiel, 

Cedar Rapids, Iowa 






FIRST FLOOR 



SECOND FLOOR 



House at 
1209 E. 2nd St, 
Ottumwa, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbcll Bfdg., Des Moines, Iowa 



Architect: 
Oren Thomas, 
Des Moines, Iowa 

Contractors; 
Drake Brothers, 
Eldon, Iowa 
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FIRST FLOOR 



Duplex House at 
606-608 Vernon St 
Decorak, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Dcs Moines, Iowa 



Architect: 

Gas. Altfillisch, 

Decorah, Iowa 

Contractor: 

Fred Carlson Co., 

Decorah, Iowa 
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FIRST FLOOR 



House at 
140 W. Alta Vista 
Ottumwa, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbeil Bldg., Des Moines, Iowa 



Architect: 

Archie A. Eaton, 
Ottumwa, Iowa 

Contractor: 

Ottumwa Mill and 

Const. Co. 
Ottumwa, Iowa 





FIRST FLOOR 




House at 
2008 Sunset Drive, 
Ames, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architect: 

O. G. Woody, 

I. s. c. 

Ames, Iowa 
Built by: 

Low Cost House 

Committee, I.S.C. 
Ames, Iowa 
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A FIRESAFE CONCRETE HOME 



House at 
1908 Orange St., 
Muscatine, Iowa 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Designer-Builder: 
Wm. Doering & Son 
Muscatine, Iowa 




House at 
Ansborough Ave. 
and Martin Road; 
Waterloo, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architect: 

David B. Toenges 
Waterloo, Iowa 
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House at 
Spencer, Iowa 



A FIRES AFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbcll Bids., Des Moines, Iowa 



Architect: 
Oren Thomas, 
Des Moines, Iowa 

Contractor: 

A. P. Nelson, 

Spencer, Iowa 





House at 
517 Vernon Drive, 
S. E. 

Cedar Rapids, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Des Moines, Iowa 



Architect: 

Mark Anthony, 

Cedar Rapids, Iowa 

Contractor: 
Joseph Faiiis, 
Cedar Rapids, Iowa 
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House at 
Lake McBride near 
Iowa City, Iowa 



A FIRESAFE CONCRETE HOME 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bldg., Dcs Moines, Iowa 



Architect: 

G. L. Horner, 

Iowa City, Iowa 
Engineer: 

R. C. Sandbcrg, 
Rock Island, Illinois 

Contractor: 

M. D. McCreedy, 
Iowa City, Iowa 





FIRST FLOOR. bASEMfNT 



A FIRESAFE CONCRETE HOME 



House at 
202 South Tama St. 
Rock Rapids, Iowa 



Published by 

PORTLAND CEMENT ASSOCIATION, 408 Hubbell Bids-, Des Moines, Iowa 



Designer-Builder: 

Rock Rapids 

Concrete Works, 
Rock Rapids, Iowa 
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